FIRST  PRESBYTERIAN  CHURCH 
NAPLES,  FLORIDA 


® 

A  Schulmerich  "Carillon  Americana"  Bells 
instrunaent  was  installed  in  this  magnificent 
church  in  June  of  I960.  The  "Carillon  Americana' 
is  truly  the  world' s  finest  carillon,  andhasbeen 
the  inspiration  for  many  other  fine  Schulmerich 
Carillons.  Investigate  the  benefits  of  a 
Schulmerich  Carillon  for  your  church. 

For  information  write  to: 

SCHULMERICH  CARILLONS,  INC. 
PC-IC  Carillon  Hill 
Sellersville,  Pennsylvania 

or  contact  your  Schulmerich  representative. 
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